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cavalry did very little of this kind of work, as their trains
moved with the infantry columns.

"The right wing built fifteen pontoon bridges, having an
aggregate length of 3^720 feet; the left wing built about
4,000 feet, being a total ojf one and one-half miles. There
were no measurements of the amount of trestle bridge built,
but it was not so great."through the Carolinas. In reviewing the campaign, Sher-
